Mohsin 


CB-12 Al-Falah Housing Society Shah Faisal Town Karachi. 
Cell #: 0092-346-2562365 


E-mail: hussain2365@gmail.com 


To pursue a career in growing and dynamic firm, where I can use my theoretical knowledge into practice, thus 
rendering all possible services to the firm and effectively contribute to the optimal growth of the organization 


“+ B.TECH Electrical from (Meheran University of sindh) 
“* Diploma of associate engineering from S.B.T.E Karachi. 


Shakoor & Company Limited 
Assistant Engineer (20% Feb 2010 - AUG-2021 ) 


Serving M/s Shakoor and company Limited since 20" Feb, 2010 as Assistant Engineer, managing electrical 
and mechanical jobs 

Assistance and ensuring compliance of safety standards as mandatory in ISO and OHSAS quality Audit 
Provide technical guidance to project team when needed. 

Schedule routine maintenance and inspection of electrical systems. 

Develop preventive maintenance programs for electrical systems. 

Ensure that system breakdowns, failures and repairs are addressed promptly. 

Responsible for administering and organizing electrical maintenance department 

Handled the tasks of designing software and equipment to execute electrical engineering tasks 
Assigned the tasks of developing budgets, material, estimating labor and project construction costs 
Responsible for preparing specifications for purchase of electrical equipment and materials 
Coordinate and liaise with engineers, architects and contractors 

Performed delegated work as assigned 
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“+ Extensive command on computer software’s MS Office & other software’s. 
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Highly skilled in designing, assessing, monitoring and implementing various projects 
Proven track record of producing technical guidelines 

Possess excellent written and verbal communication skills 

Ability to work efficiently with people from diverse backgrounds 

Result oriented and ability to handle multiple tasks 

Ability to think analytically and strategically 

Ability to perform task under pressure and within deadlines 
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Change Management 

Risk Assessment 

Emergency Response Procedure 
Hazard Analysis 

SAP (HCM Module) 
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Fathers Name: Iqtedar hussain Jafri 
N.I.C No. 42201-0231228-3 
Date of Birth: Aug 20,1985 
Religion: Islam 

Nationality: Pakistani 

Marital Status: Single 

Blood Type: B+ 
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“+ References will be furnished upon request. 


